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SUBJECT: MALFUNCTIONING ALARM SYSTEMS IN OTTAWA 

1 . THE OMNI-SPECTRA INTRUSION ALARM ON N. BALCONY AT DAO 
IS AGAIN MALFUNCTIONING: 

2. THE LCN DOOR-CLOSER ON CHANCERY SECOND FLOOR IS STICKING 
AND HAS TO BE MANUALLY CLOSED BEFORE IT CAN BE ELECTRICALLY 
ACTIVATED; 

3. KIDNAP ALARM IN AMBASSADOR'S VEHICLE IS NOT FUNCTIONING 
(ACOM). 

4. REQUEST TECHNICAL ASSISTANCE ON EACH OF THE ABOVE AS SOON 
AS PRACTICAL. 
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